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water in which
the temperature
is kept uniform,
but of course
not constant, by
means of a
stirrer.        The

handles of the
stirrer are shown
in Fig. 102, r r,
and the disk in
Fig. 103, R.

"The analysis
consists in meas-
uring a sample
of air in the
pipette J., then
driving it over
into the drying
cylinder J&,
bringing it back
into JL, and meas-
uring the de-
crease of volume
caused by the
drying. Then in
similar manner

FIG. 102.